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OGC 8-2081 


26 November 1958 


MEMORANDUM FOR: SA/PD/DCI 


SUBJECT: 


Congressional Briefings on AQUATONE 
and AUTOMAT 


1. As you know, the question of briefing given congressional 
figure, o” AQUATONE and AUTOMAT has been considered for somt 

w£Tth. Co * dl8 f CUS8 '°" s wer ' held the Director on relations 
vetth the Congress for the forthcoming session. Among other things, 
these two projects were again discussed. 8 

A3ln the P ast » the Director stated he would have to discuss 
the matter with the Secretary of State and the President although he had 

Director T entl ?, e vf “ ^ General Goodpaster. In the meantime the 
Director agreed that an appropriate presentation should be prepared 

Thfr e ef e o V r e e i aPPr ° Val ^ *>' bri ^« Certai “ Congressman 

Therefore, I suggest that you designate someone on your staff to work 

T staTi e ar ln e« e r rin b 8 8U ° h * Pre8 '" tati0 - A8 * ~ of informltion. 
a , .. 1 ffort 13 beln S made 1x1 connection with the Agency as a whole 

to the :Tr d ‘° h , ave a dry run ° f the u presentation pHor 

convenes WiZ 7" ^ a fini8hed Product when Congress 

convenes. With these preparations complete, we would be prepared in 

for I™aUvmakf ,7” SeC " red ““ <*»«*<““*•■ Presented themselves 
o. actually making the presentation. 

3. At this time no decisions have been made as to what Coneress 
men would actually be briefed on AQUATONE and AUTOMAT although the 
Director has indicated that they would not necessarily include all mfmW, 
ur subcommittees. In any event, the final decision on those who will 
turn'd reS ‘ WUh 1118 ° ireCt0r Presidential approval has lean 
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